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EUR-25 AEC-11 ISO-OO ACDA-19 MC-02 /070 R 

DRAFTED BY EB/ITP/EWT: JMGREGORY, JR.:MAR 
APPROVED BY EB/ITP/EWT: JMGREGORY, JR. 
COMMERCE/OEA:CSEASWORD 
RPE 

127961 

R 01 1505Z MAY 74 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 088987 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, US, CZ 

SUBJECT: US DIGITAL VOLTMETER TO CSSR - IL 1529 

REFS: A. COCOM DOC(74)552 
B. OECD PARIS 7644 

DEL MAY REPLY TO THE FRENCH DELEGATION'S QUESTION AS 
FOLLOWS: 

1. AMPLIFIED END USE GIVEN BY THE CZECH ACADEMY OF 
SCIENCES INSTITUTE OF MICROBIOLOGY IS THAT THE "ARRANGEMENT 
OF THE EQUIPMENT ENABLES CALCULATION ON LINE MEASURED DATA 
FOR OUR PHYSICO-CHEMISTRY LABORATORY INSTRUMENTS (I.E., GAS 
CHROMATOGRAPH, ULTRAVIOLET VISIBLE INFRARED SPECTROPHOTO- 
METER. MASS SPECTROMETER AND NUCLEAR MAGNETIC RESONANCE). 
THE EQUIPMENT WILL ALSO BE USED FOR SERVICING AND REPAIR 

OF ALL THOSE INSTRUMENTS.) 

2. THE EQUIPMENT CAN BE USED AT SLOWER RATES THAN 1000 
READINGS PER SECOND. THE VOLTMETER STANDING ALONE HAS A 
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VARIABLE READING SPEED FROM 1 TO 25 PER SECOND. THE 
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THEORETICAL MAXIMUM SPEED OF 1000 READINGS PER SECOND IS 
ACHIEVABLE ONLY WITH AN UNFILTERED INPUT. IF THE INPUT 
IS FILTERED TO REDUCE NOISE, THE READING SPEED IS LIMITED 
TO A MAXIMUM OF FIVE PER SECOND. 

3. THE EXTERNAL CIRCUITRY REQUIRED FOR 1000 READINGS PER 
SECOND HAS NOT BEEN ORDERED AND THERE IS NO EVIDENCE 
THAT THE END USER INTENDS TO OPERATE THE INSTRUMENT AT 
ITS MAXIMUM POSSIBLE SPEED. 

4. THE ACCURACY DOES NOT APPEAR EXCEPTIONAL IN THAT DVM'S 
ARE ACCURATE BY THEIR NATURE AND THE RATED ACCURACY OF 
0.01 PERCENT FOR THE ONE IN QUESTION IS POORER THAN THE IL 
CUTOFF OF 0.002 PERCENT BY A FACTOR OF FIVE. RUSH 
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